Literature and Distribution Services 
308 North Dale Street 
St. Paul, Minnesota 55103 



CONTRPLDATA 
CORPORATION 



July 1, 1982 



Dear Customer, 

Attached is the first (1) catalog supplemejtfu since the June 
1982 catalog was published. I 



hv.^ 



G. F. Moore 

Manager 

Literature and Distribution Services 



SECTION I 

This section contains Hardware Manuals for Individual equipments 
arranged in equipment designator sequence. Product numbers are 
included in parenthesis after the equipment designator. Additional 
manuals may be found in Section 2 by looking up the Product number. 



LITERATURE DISTRIBUTION SUPPLEMENT 
INTERNAL - EXTERNAL CATALOG-, 



The legend for columns one through six is as follows: 

1-New or revised literature published since last edition 

N-New Publication 

R-Revision in packet form only 

RM-Revision in manual form only 

RMP-Revised manua 1 /packet available 

RO-Revised publication obsoletes all previous editions 
E-Publ icat ion number of 1 iteraturer listed numerically 
3-The latest revision level 
M-Indicates size of hard cover binder that may be used for 

manuals 
S-Pub I icat ion division responsible for contents of literature 
b-Price changes for External Customers only 

*F0R CONTROL DATA PERSONNEL ONLY 
** PRICE CHANGES IN COLUMN b ARE FOR EXTERNAL CUSTOMERS ONLY 



1 


i 
TITLE 


2 


3 


H 


5 


**fc, 


RO 


M110-A (176-XX). CENTRAL COMPUTER PPS 
THEORY, DIAGS, H.M.M. 


GE604516OO 


AB 




ARH 




RO 


AA120-D (CYBER 740, 750, 760) CENTRAL 
COMPUTER CPU/CMC THEORY AND DIAGS, H.M.M. 


GF6045626O 


K 




ARH 




R 


AA120-D (740,750,760) CENTRAL COMPUTER 
REFRIG. SYS. HR/MM 


60427800 


L 
1 


22 


ARH 




R 


AD111 -B CENTRAL PROCESSOR CYBER 170 
835/855 COOLING SYSTEM H.M.M. 


60455930 


D 


3 


ARH 




R 


AT 281-A (SP. OPT. 65102) BUS PARITY 
AC105/3304 CE MANUAL 


60425000 


K 


22 


ARH 




RO 


BG7AX MINI MODULE DRIVE H.M.M. 


83323380 


T 


3 


NSD 




R 


BJ4A1/A2 S.M.D. H.M.M. 


83319100 


AF 


3 


NLD 




R 


BJ4M1/2 S.M.D. H.M.M. 


83322450 


AB 


3 


NLD 




R 


BJ4M1/2 S.M.D. H.M.M. 


83322450 


AC 


3 


NLD 




R 


BK4XX/5XX S.M.D. H.M.M. VOL.1 


83322150 


AE 


3 


NSD 




R 


BK6XX/7XX S.M.D. H.M.M. 


83322310 


AB 


3 


NLD 
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1 


TITLE 


S 


3 


M 


5 


**b 


R 


BK8A2-A S.M.D. H.M.M. VOL. 2 


83322900 


R 


3 


NSD 




R 


BZ3MX/30X/4MX/ta MINI MODULE DRIVE H.R.M. 


8332283O 


F 


3 


NSD 




R 


BZ3XX/4XX MINI MODULE DRIVE H.R.M. 


83322730 


M 


3 


NSD 




R 


BZ5AX (BZ9AX) (9730) MINI MOD. DRIVE 
H.R.M. 


83323160 


L 


3 


NSD 




R 


BZ5A1-J/K/R/S (BZ5A2-C/D/G/H) MINI MOD. 
DRIVE SPECIAL SUPPLEMENT 


83323970 


F 


3 


NSD 




R 


BZ5A2-E/F (BZ5A6-C/D) MINI MOD. DRIVE 
SPECIAL SUPPLEMENT 


83323850 


J 


3 


NSD 




R 


BZ5A9-L/M, BZ9A7-A/B MINI MOD. DRIVE 
(9730) SPECIAL SUPPLEMENT 


83324470 


D 


3 


NSD 




R 


BZ5A9-N/P MINI MOD. DRIVE SPECIAL SUP. 


83324530 


AB 


3 


NSD 




R 


BZ60V6O5/70V705/80V8O5 DISK STOR. 
SBSYS. H.M.M. VOL. 3 


83323090 


L 


3 


NLD 




R 


BZ7E3 (9775) FIXED MOD. DRIVE H.M.M. VOL. 
2 OF 2 


83324110 


D 


3 


NLD 




- R 


BZSM5-C/D (BZ9M7-A/B) (9731 ) MINI MOD. 
DRIVE H.M.M. 

r 


83324030 


N 


3 


NSD 




R 


BZ9M5-C/D, BZ9M7-A/B 9731 MINI MOD. DRIVE 
H.R.M. 


83324o4o 


G 


3 


NSD 




R 


BZ9N7 MINI MODULE DRIVE H.R.M. 


83323520 


J 


3 


NSD 




R 


BZ9N7 MINI MOD. DRIVE H.M.M. 


83323510 


T 


3 


NSD 




R 


CC626 - A/B/C/D (FH501-A 8o6lO-10/ll/l4/ 
15) DISPLAY STATION SBSYS. H.R.M. 


62947917 


D 


22 


PLY 




R 


CC626-A/B/C/D ( FH501-A, 806lCKLO/ll/lV 

15 ) DISPLAY STATION SBSYS. H.M.M. 
(SITE INFO) 


62947918 


E 




PLY 




R 


CC628-A (722-10) DISPLAY TERMINAL OP. GD. 
/ INSALL. INSTRUCTIONS 


62940002 


L 


3 


RVL 




R 


CC629-A/B (XA243-A, XA 244-A, XA 247-B, 


62940007 


F .J 


3 


RVL 





XA281-A, YA 25^-A, MF401-J, MF402-J) 
(40003-22/33) 1ST H.M.M. 
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1 


TITLE 


E 


3 


H 


5 


**b 


RO 


. CL705-A/B (32111-1) L.P.E. P.I.M. 


44677832 


K 


3 


IDS 




R 


CT1D7/1D8 ( 2200 COMPAT. INTERFACE) L.P.E. 
P.I.M. 


95^5083 


R 


3 


IDS 




R 


CT1F4 (CT1D7/1D8) (2200 COMPAT. INTERFACE) 
L.P.E. F.S.M. 


95445092 


P 


3 


IDS 




RO 


CT103-A/B (CT105-A/B CT106-A/B) L.P.E. 
F.S.M. 


44677818 


Q 


3 


IDS 




RO 


CT103-A/B ( CT105-A/B, CT106-A) L.P.E. 
P.I.M. 


GF95445067 


R 




IDS 




RO 


CT1F4 L.P.E. P.I.M. 


GF95445091 


P 




IDS 




R 


FA 113 STORAGE CONTROL (38304) H.M.M. VOL. 
3 OF 3 


83324160 


D 


3 


NLD 




RO 


FA501 ( BR 810-A/B) (40003-203/204/205/ 
206) PLATO FLEX DISK ENG. SERV. DIAGN. 
DISK OP. GD. 


62940015 


C 


3 


RVL 




R 


FA 725-A/B STOR. CONTROL UNIT H.M.M VOL. 
2 OF 4 


83309800 


S 


3 


NLD 




R 


FA 725-A/B STOR. CONTROL UNIT H.M.M. VOL. 
3 OF 4 


83315000 


G 


3 


NLD 




RO 


FA 732-A (7152-D DISK/TAPE CONTROLLER 
DIAGRAMS ( DISK) VOL. 4 


GF60454940 


J 




ARH 




R 


FC601-C (FV659-A) BASIC SITE CONTROLTER 
H.M.M. 


17326210 


D 


34 


RVL 




RO 


FC735-B/C, W663-A/B COMPUTER INTERFACE 
KIT H.M.M. 


17326100 


J 


34 


RVL 




R 


FC 816-A/B ( XA 243/224/247-A) CDS INFO 
SYS. TERM. II H.M.M. (SITE & SUPPORT) 


82IOOO83 


K 


22 


RVL 




R 


FH 501 ( CERTAINTY 6lO) DSP ATTACH FEAT 
H.M.M. (SUPPORT INFO) 


62947921 


D 


3 


PLY 




R 


GB 138-A (GB 145-A/B, BJ 402-A/B, BJ701- 
A/B/J/K, BZ403-A/B, FA 727-0) 1833-11, 


60475051 


E,F 
j 


22 


LJL 





1867-5/10/40 STOR. MOd'dRIVE SBSYS. 
FIELD REPAIR GD. 



4 
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TITLE 



**b 



RO ' PB900 LPM BAND PRINTER (W/MICROPROCESSOR 
CNTRL) P.I.M.. 



GF#J677870 



H 



IDS 



SECTION II 
The manuals in this section are listed by Product or System 
Number. Many entries include a product to equipment cross 
reference; e.g. 17^2 (CL309-A/B, FF511-A/B). Since Hardware 
manuals for equipment developed after November, 1967 are 
categorized by equipment designator, always look up the 
equipment designator in Section 1 as the Product Number. 
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1 


TITLE 


2 


3 


^ 


5 


**L 


R 


• CYBER 18-5M BATCH TERM, COMPUTER SYS. 
H.M.M. VOL. 2 


96768HI 


N-P 


22 


LJL 




R 


40-813 NOVA / DISPLAY INTERFACE H.M.M. 


72261700 


C 


22 


PLY 




N 


CYBER 170 MODELS 825,835,855 POWER DIST. & 
WARN. SYSTEM (825) 


60456270 


A 


3 


ARH 


19.85- 


RO 


CYBER 170 MODEL 825 SITE PREP MANUAL, SECT. 
2 SYSTEM DATA 


60469130 


B 


3 


CDD 




R 


480 OMEGA COMPUTER SYSTEM MODEL 1 INSTALL. 
& CKOUT PROCEDURES (MOD. 1& 2) 


60468860 


D 


22 


PLY 




RO 


1200 LPM BAND PRINTER (W/MIRCOPROCESSOR & 
TOWEL RIBBON) P.I.M. 


GF44677881 


I 




LDS 




R 


3270-A/B TRANSFER SWITCH CNTROLLR. H.R./CE 
MANUAL 


60417300 


B 


22 


ARH 




R 


9322 L.P.E. (200 LINES PER MINUTE) P.I.M. 


76632000 


A7 


3 


LDS 




R 


9322 L.P.E. (400 LINES PER MINUTE) P.I.M. 


76632200 


A7 


3 


LDS 




R 


9322 LINE PRINTER INTRO. , PARTS LIST, USED - 
ON INDEX CE 


91859100 


B9 


3 


LDS 




RO 


9383 (9386,9389) BAND PRINTER PBS 3OO/6OO 
LPM ( W/MICROPROCESSOR CONTROLLER) HR/MM 
VOL. 1 OF 2 


GF44677857 


G 




LDS 




RO 


9383 ( 9386,9389,9380-12) CDC BAND PNTR. 
W/MICROPROCESSOR & TOWEL RIBBON HR/MM VOL 
1 OF 2 


GF44677891 


B 




LDS 




RO 


9386 L.P.E. P.I.M. 


GF95445066 


R 




LDS 




RO 


9389 (CT1A1-G/H/T, CT1A^-J/K/T, CT1B2-C/R) 
L.P.E. P.I.M. 


95445052 


P 


3 


LDS 




R 


9766 DISK MEMORY SBSYS. (ISI) H.M.M. 


83323990 


C 


3 


NLD 




R 


32111-1 (FF532) PRINTER SYSTEM LOGIC 
DIAGRAMS 


60468790 


B 

J 


34 


PLY 





R 



3380X DISK MEMORY SBSYS. ( BZ605/705/805 
33502) FUNCTIONAL MICROPROGRAM (DAF) 



83323460 



N 



NLD 



7 
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TITLE 



**b 



R • 3380 X DISK MEMORY SBSYS. (BZ 605/705/805/ 
33502) USER ANALYST GD. 

R 65206-1 FED. STANDARD CHANNEL ADAPTER H.R.M. 

N 80280-10/20 ( CERTAINTY 280 SERIES) CMD 
DISK STORAGE SBSYS . H.R.M. 



83322630 

60457940 
60465780 



J 

02 
A 



NLD 

ARH 
PLY 



22.65' 



8 



SECTION III 

A- number of Software manuals are listed in more than one 

location because of the fact that specific software products 

will run on various operating systems. 

Manuals in this section : 

The format in this section uses a machine line heading with a 

listing of manuals for each operating system version and the 

appropriate product set members printed beneath the heading. 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section 5- 



9 



LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



1 


TITLE 


E 


3 


H 


5 


**Li 


R 


. COBOL VER. 5 H.M. 


60497IOO 


K 


3 


SVL 


— 


R 


CYBER RE. MGR. ADVANCED ACCESS METHODS V.2 
R.M. 


60499300 


D 


3 


SVL 


- 


R 


CYBER RECORD MGR'S. VI. 5 BASIC ACCESS 
MTHDS. R.M. 


60495700 


G 


3 


SVL 


— 


RO 


QUERY UPDATE DDL R.M. VER. 3 VOL. 3 


60482100 


D 


3 


SVL 




RO 


QUERY UPDATE V3 R.M. 


60498300 


G 


3 


SVL 




RO 


FORTRAN \ER . 5' R.M. 


60481300 


F 


3 


SVL 




N 


NOS 2 NOS / BE HARDWARE PERFORMANCE 
ANALYZER USER R.M. 


6o45946o 


01 


3 


ARH 


37,70 


RO 


NOS MSSI V.2 IHB 


60457810 


C 


3 


ARS 


— 


RO 


SYNTHAVISION VI. 2. ■ R.M. 


60457870 


D 


3 


ARS 


— 


N 


CYBER 170 COMPUTER SYSTEM NOS 2.0 ENG- 
INEERING DATA LIBRARY 


6o45974o 


A 


3 


ARS 


&8.50 


N 


ENGINEERING DATA LIBRARY DATA BASE ADMIN- 
ISTOR'S R.M. 


60458880 


A 


3 


ARS 


$8.00' 


N 


NOS 2.0 MSSI V.3 IHB 


60458830 


A 


3 


ARS 


$5.45 


RO 


NOS/BE VI IHB 


60494300 


U 


3 


ARS 


— 


RO 


NOS/BE R.M. 


60493800 


N 


3 


ARS 


— 


RO 


NOS/BE VI OP. GD. 


60493900 


R 


3 


ARS 


— 


RO 


NOS/BE DIAGNOSTIC HBK. VER. 1 


60494400 


P 


3 


ARS 


— 


RO 


385OO MASS STORAGE VDAM 2 MESSAGES MANUAL 


22291427 


G 


3 


PLY 


— 






- 


J 






. 



10 



SECTION IV 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section V. 



11 
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1 


TITLE 


E 


3 


^ 


5 


**b 


RO 


' ASAP U.G. 


60466000 


B 


3 


PLY 


— 


N 


CDC BAND PRINTER E-SERIES MODEL PBS. 300 
LPM AND MODEL 600 LPM H.R./M.M. VOL. 1 OF 2 


44684679 


A 


3 


IDS 


$32.70- 


RO 


CDC BAND PRINTER MICROPROCESSOR CONTROLLER 
INTERFACEH.R./M.M. 


GF44684621 


D 


— 


LDS 


— 


RO 


CDC BAND PRINTER (PBS 300/600 LPM) W/ 
MIRCORROCESSOR CONTROLLER P.I.M. 


GF44677847 


J 


— 


IDS 


— 


RO 


CDC BAND PRINTER ( PBS 300/600 LPM) W/ 
MICROPROCESSOR & TOWEL RIBBON P.I.M. 


GF44677886 


H 


— 


LDS 


— 


RO 


CDC BAND PRINTER (900 LPM) . W/ MICRO- 
PROCESSOR & TOWEL RIBBON P.I.M. 


GF44684653 


04 


— 


LDS 


— 


N 


CDC BAND PRINTERS (SERIES 1) MODEL CT 201-A 
LPM, CT202-A PBS 600 LPM OP. MANUAL 


44684675 


A 


3 


IDS 


$10.05- 


RO 


CDC EXTENDED SEMICONDUCTOR MEMORY (ESM) 
REFRIG. SYS. H.M.M. 


GF60458350 


E 


— 


ARH 


— 


RO 


CDC/INTERSIL INC. PART NUMBER CROSS - REF. 
LIST 


22291445 


D 


3 


PLY 


— 


R 


CERTAINTY SERIES CPS MODIFICATIONS 
INSTALLATION 


62981500 


E 


22 


PLY 


— 


R 


CERTAINTY SERIES EVENT DRIVEN EXEC. PROGRAM 
PRODUCT V.3 MODIFICATIONS INSTALL. MANUAL 


6o4656lO 


H 


3 


PLY 


— 


N 


DG/DISK STORAGE SBSYS. PROGRAMMER'S R.M. 
( 6l60/6l6l) 


62940319 


A 


3 


RVL 


$6.85- 


N 


DG/DISK SBSYS. MAINT. SERV. GD. (6l60/6l6l) 


62940320 


A 


3 


RVL 


$52.80- 


RO 


FORTRAN Q CALLS R.M. 


62940194 


B 


3 


RVL 




RO 


PRODUCT MAINTENANCE MANUAL (CYBER 120-55/75) 


62940295 


B 


3 


RVL 


— 


N 


SITE PLANNING GUIDE ( CYBER 120-155/355) 


62940323 


A 


3 


RVL 


$13.80 


N 


6l60/6l6l DISK SUBSYSTEM OP. GD. 


62940318 


A 


— 


RVL 


$14.65- 


RO 


FIRM TEC FACILITATOR'S GD. 


60457890 


B 


3 


ARS 






12 
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1 


TITLE 


2 


3 


H 


5 


; • 


N 


' ISPS TASK MANUAL - BUYOUT 


6046598O 


A 


3 


PLY 


$144.15' 


N 


ISPS TASK OVERVIEW CHART-BUYOUT 


60465990 


A 


— 


PLY 


$ 21.85 


N 


MIGRATION TOOL MESSAGES MANUAL 


60466050 


A 


3 


PLY 


$11.30 


R 


MINEVAL USER MANUAL 


10127001 


E 


3 


HQC 


— 


R 


PLUG-COMATIBLE PRODUCTS/SUBSYSTEMS OMEGA 
PRINTER EQUIP. /DISK EQUIP. 


60468990 


F 


— 


PLY 


— 


N 


CMMS R.M. CFLOW 


15190053 




3 


HQ 


$24.55- 


N 


CMMS UG CIMM/CPEC 


15190054 


— 


3 


HQ 


$17.25' 


N 


BUM PPF-LOAD PF USER GUIDE 


15190031 


— 


3 


HQ 


$3.10 


N 


FORCON G.I.M. 


15190014 


— 


3 


HQ 


$3.60 


N 


FULL-SCREEN EDITOR REF. MANUAL 


15190060 


— 


3 


HQC 


$4.55' 


N 


LOADER SPY UG/IHB 


15190049 


— 


3 


HQ 


$4.70 


N 


NJEF EXT. REF. SPEC. 


15190067 


— 


3 


HQ 


$9-35- 


N 


PPU SIMULATOR UG/IHB 


15190006 


— 


3 


HQ 


$5.35 


N 


SITUATION SIMULATOR UG 


15190042 


— 


3 


HQ 


$5.45- 


N 


TAPE RESERV SYS. UG. 


15190005 


— 


3 


HQ 


$14.85- 


N 


TERMINAL CLUSTER FACILITY INSTALLATION 
HANDBOOK 


15190017 


— 


3 


HQC 


$2.15- 


N 


TUTORIAL LESSON U.G. 


15190044 


— ' 


3 


HQ 


$3.60 


N 


3270 TIP BCS/CCP EXTERNAL REF. 


15190024 


— 


3 


HQ 


$3.50 


N 


SEAMSYS PROGRAMMER INFORMATION MANUAL 


41621050 


A 


— 


HQC 


$42.95. 


^J 


SEAMSYS USER MANUAL VOL. 1 & 2 


4i62io4o 


A 


— 


HQC 


$83.60. 


30 


UMS-5 EX STORAGE UNIT SERVICE MANUAL 


60465850 


CI 


34 


PLY 


— 


V 


2" 3-RING WHT. BINDER 


60086300 


J 




LDS 


$5.75 



13 
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1 


TITLE 


2 


3 


M 


5 


**b 


R 


■ SITE PREP MANUALS SECT. 2 PREP & INSAL- 
LATION CYBER 170 - MOSEL 175 SYSTEMS DATA 


60420100 


J 


3 


ARH 


— 


RO 


SECTION 2 SITE PREP AND INSTALLATION 
INFORMATION (STSTEM DATA) CYBER 170 . 
MODELS 720/730/740/750/760 SYSTEMS 


GF60456890 


H 


— 


ARH 


— 


RO 


SECTION 3 PERIPHERAL EQUIPMENT DATA SITE 
PREP MANUAL 


GF60275300 


M 


— 


ARH 


— 


N 


ANSYS 4 U.I.M. 


84002810 


A 


3 


CYB 


$63.95' 


RO 


BASIS DATA DEFINITION LANG. MANUAL 


84001920 


D 


3 


CYB 


$4o.oo. 


R 


BASIS ULITIES R.M, 


84001910 


D 


3 


CYB 


— 


R 


BASIS REPORT R.M. 


84001170 


G ' 


3 


CYB 


— 


N 


DESCUS 2 U.G. 


84002840 


A 


3 


CYB 


$12.85' 


R 


IPF2 INFORMATION R.M. 


84001950 


C 


3 


CYB 


— 


R 


PLOTPAC U.I.M. 


84000430 


C 


3 


CYB 


— 


R 


MINEVAL 4.8 USER INFORMATION GUIDE 


41620090 


F 


3 


HQC 


— 


N 


APPL. MANUALS SUPERNODE - P/B A. R.M. 
(FOR INTERNAL USERS ONLY) 


84002780 


A 


3 


CYB 


$30.15' 


RO 


HOW TO PROTECT & PRESERVE YOUR 
FLEXIBLE DISK 


20231900 


A 








N 


BUSINESS FINDS PROFIT IN HIRING 
THE DISABLED 


20305900 






AD 




N 


BUSINESS TRAINING GEARED TO BUSY 
SCHEDULES 


20307500 






AD 




N 


CDC LEARNING CENTERS NATIONWIDE 


20318600 






AD 




N 


CYBER 205 SERVICE FOLDER 


203i46oo 






AD 




RO 


FACTFINDERS VERSION I 


20274500 


j 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



1 


TITLE 


a 


3 


^ 


5 


**b 


N 


FACTFINDERS VERSION II 


20317^00 






AD 




N 


IN-PLANT MAINTENANCE TRAINING 
PROGRAM PLANNER 


20321200 






AD 




RO 


OEM-PRODUCT SELECTOR 


20227100 


C 








N 


OEM SERVICE FOLDER 


20308400 






AD 




N 


PLATO- CHANGING HOW THE WORLD LEARNS 


20314700 






AD 




RO 


PLATO- COMPUTER TECHNOLOGY 


20236100 


4/82 








N 


PLATO- IN-PLANT MAINTENANCE 
TRAINING PROGRAM 


20315200 






AD 




N 


PLATO- MANAGEMENT DEVELOPMENT 
PROGRAM 


20315100 






AD 




N 


PLATO- SALESTRAK MEDICAL SALES TRAIN- 
ING PROGRAMS 


20315000 




' 


AD 




N 


PSD - BASIS BROCHURE 


20284000 






AD 




N 


SALESTRAK - HEALTHCARE PROGRAM 
PLANNER 


20315900 






AD 




N 


SALESTRACK PROGRAM PLANNER 


20321300 






AD 




N 


TAIWAN HARBOR OPERATIONS 


20318500 






AD 




N 


APPLICATION SOFTWARE: EISPACK 


20308700 






AD 




N 


APPLICATION SOFTWARE: LINPACK 


203H300 






AD 




N 


APPLICATION SOFTWARE: MINPACK 


20308800 






AD 




N 


APPLICATION SOFTWARE: VAST 


20309800 






AD 




RO 


BUSINESS PRODUCTS DATA SHEET 


20203000 


B 








N 


CONTROL DATA BUSINESS COURSES TUITION 


20309700 






AD 




RO 


CYBERNET - SYSTEM 2000 


20020000 


J 

j 









15 



LITERATURE DISTRIBUTION SUPPLEMENT -CCONTJ 



1 


TITLE 


E 


3 


H 


5 


**b 


N 


FAIR BREAK- BANK TELLER TRAINING 


20320200 






AD 




N 


FAIR BREAK - LEVELS OF SERVICE 


20320600 






AD 




N 


HARDWARE' PRODUCT SYSTEMS 


20316600 






AD 




N 


'HOMEWORK' ALLOWS MORE TO WORK FOR 
CDC 


20306200 






AD 




N 


ICEM- ENGINEERING DATA LIBRARY 


20310300 






AD 




N 


INFORMATION - ACCOUNTS PAYABLE 


20304700 






AD 




N 


INFORMATION - ACCOUNTS RECEIVABLE 


20304800 






AD 




N 


INFORMATION - GENERAL LEDGER 


20304900 






AD 




N 


INFORMATION - INVENTORY 


20305300 






AD 




N 


INFORMATION - JOB COSTING 


20305000 






AD 




N 


INFORMATION - PAYROLL 


20305100 






AD 




N 


INFORMATION - SALES ORDER PROCESSING 


20305200 






AD 




N 


INFO WORLD - SUPERCALC 


20306400 






AD 




N 


PATHLAB - BLOOD BANK SYSTEM 


20316200 






AD 




N 


PATHLAB - CELL COUNTER SOFTWARE 


20316100 






AD 




N 


PATHLAB - CLINICAL LAB. INFO & 
MANAGEMENT SYS. 


20316700 






AD 




N 


PATHLAB - EDUCATION & TRAINING 


20316800 






AD 




N 


PATHLAB - MICROBIOLOGY SYSTEM 


20316500 






AD 




N 


PATHLAB - PATIENT CUMULATIVE REPORT 


20316400 






AD 




N 


PATHLAB - VERSION 2.2 SOFTWARE 
ENHANCEMENTS 


20316300 






AD 




N 


VIKING 726-10 GRAPHICS TERMINAL 
PRINTER J 


20320500 


} 




AD 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



TITLE 



**b 



N VIKING 726-10 GRAPHICS TERMINAL 
PRINTER 

N l4" DISK PACK WARRANTY 

N 4lO SERIES LETTER QUALITY PRINTER 

RO ] 875-80 DISK PACKS 

N 1209 SERIES RSD REMOVABLE DATA PACK 

N 9412 MEADOWLARK 8" FIXED DISK DRIVE 

N 9415 WREN 5i" RIGID DISK DRIVE 

N 9710 REMOVABLE STORAGE DRIVE 

N 9715 FIXED STORAGE DRIVE 

RO 9218X KEYSTONE SERIES MAG TAPE 



20320500 

20317100 
20317500 
20189600 
20312800 
20317700 
20314000 
20311500 
20311400 
20244500 



A 



A 



AD 

AD 
AD 

AD 
AD 
AD 
AD 
AD 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
J 




PRICE 


RO 


GF44677847 




RO 


GF44677857 


G 






RO 


GF44677870 


H 






RO 


GF44677881 


I 






RO 


GF44677886 


H 






RO 


GF44677891 


B 






RO 


GF44684621 


D 






RO 


GF44684653 


04 






RO 


GF60275300 


M 






RO 


GF60451600 


AB 






RO 


GF60454940 


J 






RO 


GF60456260 


K 






RO 


GF60456890 


H 






RO 


GF60458350 


E 






RO 


GF95445066 


R 






RO 


GF95445067 


R 






RO 


GF95445091 


P 






R 


10127001 


E 






N 


15190005 




$ 


14.85 


N 


15190006 




$ 


5.35 


N 


15190014 




$ 


3.60 


N 


15190017 




$ 


2.15 


N 


15190024 




$ 


3.50 


N 


15190031 




$ 


3-10 


N 


15190042 




$ 


5.45 


N 


15190044 




$ 


3.60 


N 


15190049 




$ 


4.70 


N 


15190053 




$ 


24.55 


N 


15190054 




$ 


17.25 


N 


15190060 




$ 


4.55 


N 


15190067 




$ 


9.35 


RO 


17326100 


J 






R 


17326210 


D 






RO 


22291427 


G 






RO 


22291445 


D 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
P 




PRICE 


R 


41620090 




N 


41621040 


A 


$ 


83.6O 


N 


41621050 


A 


$ 


42.95 


RO 


44677818 


Q 






RO 


44677832 


K 






N 


44684675 


A 


$ 


10.05 


N 


44684679 


A 


$ 


32.70 


N 


60086300 




$ 


5.75 


R 


60417300 


B 






R 


60420100 


J 






R 


60425000 


K 






R 


60427800 


L 






R 


60455930 


D 






N 


60456270 


A 


$ 


19.85 


RO 


60457810 


C 






RO 


60457870 


D 






RO 


60457890 


B 






R 


604579^0 


02 






N 


60458830 


A 


. $ 


5.45 


N 


60458880 


A 


$ 


8.00 


N 


60459^60 


01 


$ 


37.70 


N 


604597^0 


A 


$ 


8.50 


R 


60465610 


H 






N 


60465780 


A 


$ 


22.65 


RO 


60465850 


CI 






N 


60465980 


A 


$ 


144.15 


N 


60465990 


A 


$ 


21.85 


RO 


60466000 


B 






N 


60466050 


A 


$ 


11.30 


R 


60468790 


B 






R 


60468860 


D 






R 


60468990 


F 






RO 


60469130 


B 






R 


60475051 


E , F 






RO 


60481300 


F 






RO 


60482100 


D 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
N 


PRICE 


RO 


60493800 




RO 


60493900 


R 




RO 


60494300 


U 




RO 


60494400 


P 




R 


60495700 


G 




R 


60497100 


K 




RO 


60498300 


G 




R 


60499300 


D 




R 


62940002 


L 




R 


62940007 


F 




RO 


62940015 


C 




RO 


62940194 


B 




RO 


62940295 


B 




N 


62940318 


A 


$ 14.65 


N 


62940319 


A 


$ 6.85 


N 


62940320 


A 


$ 52.80 


N 


62940323 


A 


$ 13.80 


R 


62947917 


D 




R 


62947918 


E 




R 


62947921 


D 




R 


62981500 


E 




R 


72261700 


C 




R 


76632000 


A7 




R 


76632200 


A7 




R 


82100083 


K 




R 


83309800 


S 




R 


83315000 


G 




R 


83319100 


AF 




R 


83322150 


AE 




R 


83322310 


AB 




R 


83322450 


AB 




R 


83322450 


AC 




R 


83322730 


M 




R 


83322830 


F 




R 


83322900 


R 




R 


83323090 


L 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
L 


PRICE 


R 


83323160 




RO 


83323380 


T 




R 


83323460 


N 




R 


83323510 


T 




R 


83323520 


J 




R 


83322630 


J • 




R 


83323850 


J 




R 


83323970 


F 




R 


83323990 


C 




R 


83324030 


N 




R 


83324040 


G 




R 


83324110 


D 




R 


83324160 


D 




R 


83324470 


D 




R 


83324530 


B 




R 


84000430 


C 




R 


84001170 


G 




R 


84001910 


D 




RO 


84001920 


D 




R 


84001950 


C 




N 


84002780 


A 


$ 30.15 


N 


84002810 


A 


$ 63.95 


N 


84002840 


A 


$ 12.85 


R 


91859100 


B9 




RO 


95445052 


P 




R 


95445083 


R 




R 


95445092 


P 




R 


96768111 


N-P 





(THOSE LISTED BELOW FOR INTERNAL CDC USE ONLY) 

RO 20020000 J 

RO 20189600 A 

RO 20203000 B 

RO 20227100 C 

RO 20231900 A 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
4/82 


PRICE 


RO 


20236100 




RO 


20244500 


A 




RO 


20274500 






N 


20284000 






N 


20304700 






N 


20304800 






N 


20304900 






N 


20305000 






N 


20305100 






N 


20305200 






N 


20305300 






N 


20305900 






N 


20306200 






N 


20306400 






N 


20307500 






N 


20308400 






N 


20309700 






N 


20310300 






N 


20311400 






N 


20311500 






N 


20312800 






N 


20314000 






N 


20314600 






N 


20314700 






N 


20315000 






N 


20315100 






N 


20315200 






N 


20315900 






N 


20316100 






N 


20316200 






N 


20316300 






N 


20316400 






N 


20316500 






N 


20316600 






N 


20316700 






N 


20316800 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 


PRICE 


N 


20317100 




N 


20317^00 






N 


20317500 






N 


20317700 






N 


20318600 






N 


20320200 






N 


20320500 






N 


20320600 






N 


20321200 






N 


20321300 






N 


20308800 






N 


20309800 






N 


20311300 






N 


20308700 






N 


20318500 
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■ OBSOLETES 

PUBLICATION DESCRIPTION REPLACEMENT 

000081 Plato-Sreves Red Wing Edu. • NONE 

201891 Disk Pack Warranty NONE 

201899 Look into a future of opportunity NONE 

202914 Business & Technology Folder NONE 



24 



VALLEY FORGE PUBLICATIONS - VFDCPI 



Responsible Individual: N. Vanderslice 

COMPUTER PERIPHERALS, INC. 
2621 Van Buren Ave. 
Valley Forge Industrial Park 
Norristown, PA 19^401 
Telephone; 215-666-5000 X 557 
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MAGNETIC PERIPHERAL INC. 
(OKLAHOMA CITY) 



These are the changes that have taken place in the Magnetic Peripherals 
publications. The publications ARE NOT stocked by IDS. 



PUB ID 



REV 



MKT ID 



PUB TYPE 



REMARKS 



75897549 


E 


* 


94o4 9406 


Appl Note 


Inter to Western Digital 179X 


77614903 


AL 


* 


9406 


FSM 


LOW-NOISE Soft Step Heads 


77641943 


E 


•* 


94o4 94o6 


Appl Note 


Interface to NEC 765 


77653495 


G 


* 


9427H 


FSM 


OM BP12 (HPC No. reqd) 


77653503 


E 


* 


9427H 


FSM 


NCR BP12 (HPC No. Req'd) 


77683565 


Fl 


* 


9^48 


FSM 


CMD BP4 STD-1 


77683706 


G 


* 


9454-9455 


FSM 


Lark Micro Unit (Vol. 2) 


77711000 


B 


* 


94l0 


FSM 


9410 FINCH Disk Drive (Vol. 2) 


77711077 


A 


-* 


9410-iK 


Prod Spec 


Finch Disk Drive 


77711078 


A 


-* 


9415-3 


Prod Spec 


Wren Disk Drive 


77711094 


A 


* 


9457 


Prod Spec 


Lark Micro Unit 
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